From: Barry Cadden 

Sent: Friday, August 17, 2012 2:09 PM 

To: Chris Leary 

Subject: Re: Test Results for Orders 

Ask if the client really is one who historically wants the data. ..most do not even ask. We really need to make 
sure we have full data on all stock/ high volume products. In this case we can hold for quantitative then ship and 
if they follow up and want sterility we will have by then . Worst case I can talk to them about the fact that 
preliminary sterility is 99% accurate and waiting the full 14 days for sterility for short bud products is 
impractical. I will not release preliminary sterility data to cliemts 

Sent from my iPhone 

On Aug 17, 2012, at 1:32 PM, "Chris Leary" < c ieary @ neccrx .cot n> wrote: 

Barry, 

We have an order for 100 x 50 ML syringes of Mannitol 20% and the facility is asking for it for 
Friday/Monday. The only lot we have right now is what Gene made today, lot 08172012@9 . Do you want us 
to wait the whole 14 days for sterility or go with potency early next week? 

We have the same situation with Amikacin. We need to make a new lot for a small vial order... potency or 
the full 14 days? 

Glenn and I figure it's going to be a transition into waiting the full 14 days and potency will work in the 
short term but we wanted to get your input. 

Thanks, 

Chris 
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